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Electric Mains and Distributing Systems. J. B. Dick and F. Fernie (Benn
Bros.).
Standard Polyphase Apparatus and Systems.   M. Oudin (Low).
PAPEBS.
In addition to the references given in the text, the following deserve special
mention: * British Practice in- the Construction of H.T. Overhead
Transmission Lines,' B. Welbourn, Jour. I.E.E., Vol. 52, p. 177 ;
* Design of High-Pressure Distribution Systems,' J. B. Beard, ibid.,
Vol. 54, p. 125; * The Distribution of Electricity,1 W. B. Woodhouse,
ibid., Yol. 59, p. 85; * Economic Aspects of Extra-High-Tension Dis-
tribution by Underground Cable,' B. 0. Kapp, ibid., Vol. 59, p. 94 ; ' An
Electrical Beview of E.H.P. Transmission,' B. Borlase Matthews,
El. Rev., Vol. 89, pp. 739, 796.